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Present: 


1. 


CONCORDIA UNIVERSITY 


Faculty of Engineering 
Minutes of Meeting No. 78.6 


of the 


Engineering Faculty Council 


held 


Tuesday, 23 May 1978 


M.N.S. Swamy (Chairman); Professors Antoniou, Bhargava, Fazio, 
Joly, Krakow, Lindsay, Osman, Ramamurthy, Russell, Sankar, 
Stefanovic, Troitsky, Vidyasagar; K.D. Adams (Registrar); S. 
Chockalingam (Student representative); Prof. J.C. Giguere 
(Secretary) 


The Chairman advised that the present meeting was called to 
consider potential graduates and as a result it was a closed 
session. 
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